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REFDOC STATES TRANSISTORS ARE TO BE USED FOR BUILDING 
SCIENTIFIC EQUIPMENT FOR HOSPITALS. IKEM END USER STATE- 
MENT DEPOSITED WITH SECRETARIAT INDICATES TRANSISTORS ARE 
TO BE USED FOR IMPLANTED CARDIAC PACEMAKERS. US TECHNICIANS 
ADVISE THAT PACEMAKERS WOULD NOT REQUIRE HIGH FREQUENCY 
TRANSISTORS SUCH AS BFR 37 AND THAT IT WOULD BE ADVANTA- 
GEOUS TO USE UNITS WITH LOW VOLTAGE REQUIREMENTS SUITABLE 
FOR BATTERY OPERATION. CAN ITALIAN DEL CLARIFY INTENDED 
END USE OF BFR 37 TRANSISTORS? KISSINGER 
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